Approved For Release 2004/01/28 : CIA-RDP82-00457R01 4900360004-8 


l- g.:i : 

fei k 


FEB 1952 


CENTRAL INTELLIGENCE AGEN^J 

SECRET 


LigP ¥ 

w- & If I 


CLASSIFICATION 


25Xl[ 


25X1 


INFORMATION REPORT REPORT NO. 

cdno 


COUNTRY Korea 


SUBJECT Results of United Nations Bombing of North 
Korean Power Plants 

25X1 

DATE OF 


INFO. 

PLACE 

ACQUIRED 


DATE DISTR. 21 November 1952 

NO. OF PAGES 2 


NO. OF ENCLS. 

(LISTED BELOW) 


SUPPLEMENT TO 
25X1 REPORT NO. 



THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE' I 
OF THE UNITEO STATES, WITHIN THE ME AN I NG OF T I T LE 10, SECTIONS 79j| 
AND 79H, OF THE II. S. CODE, A5 AMENDED. ITS TRANSMISSION OR REVE- 
LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON IS 
PROHIBITED BY LAW. THE REPRODUCTION OF TH I S FORM IS , PROH I B ITED . | 


THIS IS UN EVALUATED INFORMATION 


25X1 

Repair Work on the Sup t ung Power Plant 

1 . The Sup 1 ung (124-57, 40-27) (XE-6579) Hydroelectric Power Plant at XE-6638OQ, 
which was bombed by United Nations planes on 23 June 195 2 , has "been under repair 
by eight skilled Soviet technicians since 5 July* On 19 July, the authorities 
Ivere planning to begin partial operation by the end of July. It was expected 
that factories which had been closed because of a lack of power would be able 

to resume operations in the near future* 

Reconstruction of the Chang Jin Power Plant 

2. After the United Nations bombing of North Korean power plants which took place 
on 23 June 1952, the North Korean government undertook emergency measures, in- 
cluding the re-opening of the Ghangjin Hydroelectric Power Plant at CV-5976* 
Early in July this plant, resumed partial operation on completion of repair work*. 
By 10 July, the power produced by this plant was being distributed as far as 
the Pyongyang area* By 15 July the plant was supplying power to the YC-8435 
area of Hwanghae Province , The power was being allocated only to important 
government organizations and nationalized factories. 

3* Emergency measures taken by the North Korean government as a result of the 
bombing were as follows* 
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a. Nationalization of privately-owned dynamos. 

b. Registration and mobilization of all electricians in North Korea. 

c. Immediate reconstruction of the Chang jin plant, 

d. Nationalization or commandeering of privately-owned trucks in order to 
use their engines for the production of power, 

e . Temporary work-stoppage at privately-owned factories. Approximately 80 
percent of the privately-owned factories and small nationalized plants 
were closed after the bombing. The remaining 20 percent were being 
operated on power produced by truck engines. Private houses and non- 
priority organizations were using carbide for lighting at night. 

Results of Bombing, Sinp’o Area 

k* On 10 July 19521, as a result of United Nations bombing of the Chang jin Hydro- 
electric Power Plant at CV-5976 in late June, industrial installations in the 
Sinp’o (128-12/40-02) (DV-329319) area were affected as follows. 

a» The Sinp*o Fishery Guild, a fish-oil plant, was operating under the power 
produced by an engine of unknown horsepower which used a heavy grade of oil 
supplemented by fish oil. When the engine broke down, the motors from two 
trucks supplied the necessary power. The factory was operating almost as 
efficiently as before the bombing, despite the fact that more fuel and 
man power were necessary. The greatest difficulty in running the plant was 
caused by the low voltage of the power supply . 

b. The Sinp’o Shipbuilding Plant was operating on the power produced by truck 
engines.. Four of the plant *s saws and eight lathes 1 were being run by 
power prpduped by four trucks. Although the plaQt was operating, its 
efficiency ^as greatly reduced. 

c o General communications in the Sinp’o area came to a stop for a considerable 
length of time after the June bombing. Communications between political 
and industrial organizations, however, were resumed soon after the bombing 
through the use of storage batteries to supply powpr. 

5 „ After the 23 June bombing, North Korean government officials and Labor Party 
members tried to convince the people that the damage done to the power plants 
was relatively alight and that the plants would be repaired ip p. few days. 
Shortly after the air strike, officials stated that thp damage would be 
repaired within, a week.l 
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Comment . North Korean residents of the Sinp’o area who read leaf- 
lets droppep^by United Nations aircraft believed that the statements of 
government officials discounting the effects of the bombing were false. 
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